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Date: 19-09-2022 Health Bulletin Time: 6:00 PM 
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A Positive Today: 26 XUI Recovered Today: 52 

XX Death Today: 00 A] Active Cases: 156 

SY Sample Positivity today: 2.22% R% Recovery Percentage: 95.91% 
1. Total cumulative Positive COVID-19 detected since 01.01.2022: 103951 
2. Total Number (%) of COVID-19 Patients Treated/ Cured since 01.01.2022: 99703 (95.87%) 
3. Total Number (96) of COVID-19 patients migrated out of state since 01.01.2022: 3763 (3.62%) 
4. Total Number (96) of COVID-19 Deaths since 01.01.2022: 329 (0.31%) 
5. Number of samples found negative for COVID-19 today: 1143 
6. Total number of samples sent for COVID-19 testing today: 1484 
7. Total number of cumulative samples found negative since 01.01.2022: 1519597 
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नता 


ऐसे लोग अपने बारे में जिले के कोविड कन्ट्रोल रूम में सूचित करें, 
ताकि उन्हें घर पर जाकर टीकाकरण किया जा सके । 
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Detailed Status of Sample Tested 
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Details of Districts having Positive COVID-19 Cases 


Almora 4898 4461 3 4 430 
Bageshwar 2161 2055 1 Lo o | 105 
Chamoli 3364 3224 7 3 130 
Champawat 1993 1963 1 2 27 
Dehradun 38826 38104 53 208 461 
Haridwar 14055 13763 16 31 245 
Nainital 13405 13265 53 32 55 
Pauri Garhwal 5591 4532 3 21 1035 
Pithoragarh 2753 2588 7 4 154 
Rudraprayag 3050 2904 4 2 140 
Tehri Garhwal 2619 2158 1 | 8 | 452 
U.S. Nagar 9319 8965 5 | 8 | 341 
Uttarkashi 1917 1721 2 ED NEN 188 
Total 103951 99703 156 329 3763 
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12 से18 वर्ष आयु वर्ग के 
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COVID-19 Vaccination 


20th September 2022 


ॐ Sessions Held Today: 731 
* Number of Beneficiaries Vaccinated Today: 11244 
* Total Number of Beneficiaries Partially Vaccinated: 9104961 
* Total Number of Beneficiaries Fully Vaccinated: 8681717 
ऊ Total Number of Beneficiaries Given Precaution Dose: 1955874 
Details of Beneficiaries Vaccinated in Uttarakhand 
T ` Last 24 hrs 
Citizens Health Care Worker Front Line Worker coverage 
Cumulative 
- , 12-14 12-14 15-17 15-17 s n s " Precaution 1st 
giis ve Yrs | years ist | years 10 | and bose | Doss un oks m HUE यया 
ien ane Dese Am Dose Coverage | Coverage | Coverage | Coverage | Coverage | Coverage Gereg end Dose 
Dose Dose Coverage | Coverage Dose 
| Almora | 20561 14650 29422 24276 384886 359357 6025 6035 9961 9769 89397 36 311 
Bageshwar 10462 8863 14153 13341 186461 173389 2515 2522 2323 2403 56398 88 304 
Chamoli 15250 15076 19751 19641 275405 273023 3988 4025 6494 6641 104297 41 597 
Champawat 11013 9343 13555 13196 185554 175547 2257 2324 7594 7602 44360 17 190 
Dehradun 72686 51439 104370 84160 1584996 | 1497738 37250 36756 30677 31355 408762 175 1267 
| Haridwar 75989 41824 84113 54663 1524691 | 1474199 17797 17677 48487 48505 343005 471 2017 
| Nainital | 43094 32999 53662 43625 7760703 744731 14196 14016 20121 20252 191878 553 998 
| Pauri | 22824 17898 32760 31107 456587 440180 7927 7951 7109 7209 132777 16 421 
Pithoragarh 16563 12798 23847 21186 328914 320776 4097 4115 8325 8426 65147 16 278 
Rudraprayag 9038 7118 12634 11197 174805 161297 2466 2457 2692 2714 49749 185 199 
Tehri 23793 22271 31373 30747 402375 371818 6254 6320 4932 5057 128844 24 439 
| US Nagar | Nagar 62992 53997 93770 91116 1363051 | 1396563 12508 12639 34814 34105 240923 94 1281 
| Uttarkashi | 13623 11329 18324 16959 237635 228799 3463 3490 5004 5116 100337 11 1215 
Total 397888 | 299605 | 531734 | 455214 | 7866063 | 7617417 | 120743 | 120327 | 188533 | 189154 | 1955874 | 1727 | 9517 


